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LIMITED OFFICIAL USE STATE 115989 
NAIROBI FOR SEYCHELLES 
E.O. 11652: N/A 
TAGS: EAID 

SUBJECT: SPECIAL SELF-HELP FUNDS (SSH) FY 75 

REF: (A) STATE 1 10848 ; (B) MATTSON/BRESLER LETTER DATED 
APRIL 22 

1. DEPT. NEEDS TO KNOW ASAP STATUS OF REMAINING DOLS. 

1700 OF SPECIAL SELF-HELP ALLOCATION FOR SEYCHELLES. 
AMBASSADOR MARSHALL AGREES THAT IF NOT POSSIBLE TO SIGN 
IAA'S FOR THIS AMOUNT, POST SHOULD REQUEST DEPT. TO DE- 
ALLOCATE THESE FUNDS IMMEDIATELY. BY JUNE 1 AT LATEST. 

2. AS NOTED IN REF. A ANY SUCH POST DEALLOCATIONS WOULD BE 
VIEWED HERE AS POSITIVE FACTOR IN OUR CONSIDERATION OF 

FY 76 SSH ALLOCATIONS . INGERSOLL 
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